Named for Major General Richmond Pearson c 
Davis, illustrious North Carolina soldier of £ 
World War No. 1, CAMP DAVIS is located 30 ° 
miles north of Wilmington. It was built early < 
in 1941 at a cost of about $20,000,000 and ^ 
covers more than 9,000 acres. 

This picture shows part of a battery at ^ 
bayonet practice. This is pait of the general 2 
training of the troop units in combat training. ~ 
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D-ll — Bayonet Drill, Camp Davis, N. C. 






